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Rules, Regulations, Orders 


TITLE 7—AGRICULTURE 

CHAPTER I—AGRICULTURAL 
MARKETING SERVICE 

Finding and Order Under Federal Seed 
Act Re Importations of Mixtures of 
Seed of White Clover and Suckling 
Clover 

July 25, 1940. 

By virtue of authority vested in the 
Secretary of Agriculture by Section 303 
of the Federal Seed Act of August 9, 
1939 (53 Stat. 1275) I hereby And and 
do prescribe by this order that the im¬ 
portation of mixtures of seed of suckling 
clover ( Trifolium dubium) and white 
clover (Trifolium repens) for planting is 
not detrimental to the user of such seeds. 

This order shall become effective Au¬ 
gust 15, 1940. 

Tseal] Grover B. Hill, 

Acting Secretary of Agriculture. 

(F. R. Doc. 40-3073; Piled. July 25, 1940; 
11:02 a. m.l 


CHAPTER IX—SURPLUS MARKETING 
ADMINISTRATION 

First Amendment to Cotton Stamp Plan, 

Revised Regulations and Conditions 

Section 202 of the “Cotton Stamp 
Plan—Revised Regulations and Condi¬ 
tions,'* made and prescribed by the Sec¬ 
retary of Agriculture on June 29, 1940, 1 
is hereby amended to read as follows: 

Sec. 202. Certification of use. The is¬ 
suance of a cotton stamp book or series 
of cotton stamp books to any eligible 
person shall be dependent upon either: 

(a) The execution of such certification 
relative to the use of cotton stamps as the 
Administration may require; or 

ib) After the issuance of the second 
cotton stamp book or series of cotton 
stamp books, the return of all the covers 
of cotton stamp books previously issued, 
properly certified, except the covers of 

1 5 FJR. 2440. 


the cotton stamp book or series of books 
last issued. 

If the Administration requires the return 
of cotton stamp book covers, a person 
who loses the cover of any cotton stamp 
book shall be eligible to receive further 
cotton stamp books only upon the execu¬ 
tion and presentation to the issuing offi¬ 
cer of an affidavit of loss containing such 
certification as may be required by the 
Administration. 

Done at Washington, D. C., this 25th 
day of July 1940. Witness my hand and 
the seal of the Department of Agricul¬ 
ture. 

(seal) Grover B. Hill, 

Acting Secretary of Agriculture. 

Effective Date: July 25, 1940. 

[F. R. Doc. 40-3071; Filed. July 25. 1940; 

11:00 a. m.J 


First Amendment to Food Stamp Plan, 

Revised Regulations and Conditions 

Section 202 of the “Food Stamp Plan- 
Revised Regulations and Conditions." 
made and prescribed by the Secretary of 
Agriculture on June 29, 1940, 1 is hereby 
amended to read as follows: 

Sec. 202. Certification of use. The is¬ 
suance of a food stamp book or series of 
food stamp books to any eligible person 
shall be dependent upon either: 

(a) The execution of such certification 
relative to the use of food stamps as the 
Administration may require; or 

(b) After the issuance of the second 
food stamp book or series of food stamp 
books, the return of all the covers of food 
stamp books previously issued, properly 
certified, except the covers of the food 
stamp book or series of books last issued. 

If the Administration requires the re¬ 
turn of food stamp book covers, a person 
who loses the cover of any food stamp 
book shall be eligible to receive further 
food stamp books only upon the execu¬ 
tion and presentation to the issuing of¬ 
ficer of an affidavit of loss containing 


1 5 F. R. 2438. 
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such certification as may be required by 
the Administration. 

Done at Washington. D. C. f this 25th 
day of July 1940. Witness my hand and 
the seal of the Department of Agricul¬ 
ture. 

I seal] Grover B. Hill, 

Acting Secretary of Agriculture . 

IF. R. Doc. 40-3072; Filed. July 25, 1940: 
11:00 a. m.) 


TITLE 14—CIVIL AVIATION 

CHAPTER I—CIVIL AERONAUTICS 
AUTHORITY 

(Amendment 63, Civil Air Regulations] 
Part 20—Pilot Rating 

INSTRUMENT RATING FOR MILITARY PILOTS 

At a session of the Civil Aeronautics 
Board held at its office in Washington, 
D. C.. on the 23rd day of July 1940. 

Acting pursuant to the authority 
vested in it by the Civil Aeronautics Act 
of 1938. as amended, particularly sections 
205 (a). 601 (a), and 602 of said Act, 


and finding that its action is desirable in 
the public interest and is necessary to 
carry out the provisions of and to exer¬ 
cise and perform its powers and duties 
under said Act, the Civil Aeronautics 
Board hereby amends the Civil Air Regu¬ 
lations as follows: 

Effective July 23. 1940, Part 20. as 
amended, of the Civil Air Regulations is 
amended by adding a new section, 
§ 20.214, which reads as follows: 

§ 20.214 Military instrument compe¬ 
tence. An applicant who holds a valid 
instrument rating issued by the Army, 
Navy, Marine Corps, or Coast Guard and 
who holds a commercial pilot certificate 
may be issued an instrument rating valid 
only for piloting air carrier aircraft as a 
second pilot. 

By the Civil Aeronautics Board. 

(seal! Thomas G. Early, 

Acting Secretary. 

IF. R. Doc. 40-3066; Filed, July 25, 1940; 

9:27 a. m.j 


TITLE 16—COMMERCIAL PRACTICES 

CHAPTER I—FEDERAL TRADE 
COMMISSION 
(Docket No. 3291 ( 

In the Matter of Prostex Company 

§ 3.6 (t) Advertising falsely or mis¬ 
leadingly—Qualities or properties of 
product: § 3.6 (x) Advertising falsely or 
misleadingly—Results: § 3.6 (y> Adver¬ 
tising falsely or misleadingly — Safety. 
Representing, directly or by implication, 
in connection with offer, etc., in com¬ 
merce, of respondent's medicinal prep¬ 
aration known as Glantex, or any other 
similar preparation, that said prepara¬ 
tion will cure prostatitis, cystitis, ure¬ 
thritis, sugar diabetes, dropsy, illio- 
colitis, gastritis, malaria, inflammation of 
the bladder, acute indigestion, ptomaine 
poisoning, rheumatism, back aches, leg 
aches or worn out or run down feeling, 
or will serve as a safe, competent or 
effective treatment for any of such dis¬ 
eases or conditions, or will cure any 
disease or pathological condition or serve 
as a competent or effective treatment 
therefor, or that said preparation pos¬ 
sesses any therapeutic value in excess of 
that due to its laxative properties, pro¬ 
hibited. (Sec. 5, 38 Stat. 719, as 

amended by Sec. 3, 52 Stat. 112; 15 
U.S.C., Supp. IV, sec. 45b) lCease and 
desist order, Prostex Company, Docket 
3291, July 16, 1940] 

In the Matter of George G. Neff, an 

Individual. Doing Business Under the 

Trade Name of Prostex Company 

ORDER TO CEASE ANT) DESIST 

At a regular session of the Federal 
Trade Commission, held at its office in 
the City of Washington, D. C., on the 
16th day of July, A. D. 1940. 

This proceeding having been heard 1 by 
the Federal Trade Commission upon the 


complaint of the Commission, the answer 
of respondent, testimony and other evi¬ 
dence taken before examiners of the 
Commission theretofore duly designated 
by it in support of the allegations of said 
complaint and in opposition thereto, 
briefs filed herein and oral'arguments 
by counsel for the Commission and by 
counsel for the respondent, and the Com¬ 
mission having made its findings as to 
the facts and its conclusion that said re¬ 
spondent has violated the provisions of 
the Federal Trade Commission Act; 

It is ordered , That respondent George 
G. Neff, an individual doing business un¬ 
der the trade name of Prostex Company, 
or trading under any other name, his 
representatives, agents and employees, 
directly or through any corporate or 
other device, in connection with the of¬ 
fering for sale, sale and distribution of 
a medicinal preparation known as Glan¬ 
tex, or any other preparation composed 
of similar ingredients or possessing sim¬ 
ilar properties whether sold under the 
name or under any other name in com¬ 
merce, as “commerce" is defined in the 
Federal Trade Commission Act, do forth¬ 
with cease and desist from representing 
directly or by implication: 

(1) That said preparation will cure 
prostatitis, cystitis, urethritis, sugar dia¬ 
betes. dropsy, illio-colitis, gastritis, ma¬ 
laria. inflammation of the bladder, acute 
indigestion, ptomaine poisoning, rheu¬ 
matism, back aches, leg aches or worn 
out or run down feeling or will serve as 
a safe, competent or effective treatment 
for any of such diseases or conditions; 

(2) That said preparation will cure 
any disease or pathological condition or 
will serve as a competent or effective 
treatment therefor or that said prepara¬ 
tion possesses any therapeutic value in 
excess of that due to its laxative prop¬ 
erties. 

It is further ordered , That the re¬ 
spondent shall, within sixty (60) days 
after service upon him of this order, file 
with the Commission a report in writing 
setting forth in detail the manner and 
form in which he is complying with this 
order. 

By the Commission. 

[seal] Otis B. Johnson, 

Secretary. 

|F. R. Doc. 40-3070; Filed. July 25. 1940; 

10:33 a. m.J 


TITLE 25—INDIANS 
CHAPTER 1—OFFICE OF INDIAN 
AFFAIRS 

Part 223— Regulations Governing Dis¬ 
bursement of Pro-Rata Shares oi 
the Judgment F*und of the Shoshone 
Tribe of the Wind River Reserva¬ 
tion. Wyoming 

amendment 

Section 223.59 of Title 25. Chapter X. 
Subchapter S, Part 223. which reads: 


>8 PH. 1542. 
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§ 223.59 Trust status of property. 
All personal property purchased shall 
be covered by a bill of sale In the name 
of the superintendent in trust for the 
individual. All real property purchased 
shall be taken in the name of the 
United States in trust for the Indian, 
except that title to real property situ¬ 
ated outside the diminished portion of 
the Wind River Reservation shall not 
be taken in trust without the prior ap¬ 
proval of the Commissioner of Indian 
Affairs. All livestock purchased and 
the offspring thereof shall be branded 
ID and also marked with the individual 
brand of the Indian. All property, in¬ 
cluding livestock, whether originally 
purchased or the income or increase 
therefrom, shall be held in trust unless 
released by the superintendent in the 
form of a permit or written record au¬ 
thorizing the sale or disposition of any 
such property or funds. It shall be the 
duty of the Indian, in carrying out his 
program, to make every effort to main¬ 
tain the capital value of his original 
investment, and sales or other disposals 
depleting such capital value shall not 
be permitted except in cases where, in 
the opinion of the superintendent, such 
sales or disposals are clearly to the 
advantage of the Indian. The provi¬ 
sions of this section are subject to the 
provisions of § 223.68. 

is amended to read: 

§ 223.59 Trust status of property. 
All personal property purchased, except 
non-recover able goods costing $25.00 or 
less, shall be covered by a bill of sale in 
the name of the superintendent in trust 
for the individual. All real property 
purchased shall be taken in the name 
of the United States in trust for the 
Indian, except that title to real property 
situated outside the diminished portion 
of the Wind River Reservation shall not 
be taken in trust without the prior ap¬ 
proval of the Commissioner of Indian 
Affairs. All livestock purchased and the 
offspring thereof shall be branded ID and 
also marked with the individual brand 
of the Indian. All property, including 
livestock, whether originally purchased 
or the income or increase therefrom, 
shall be held in trust unless released by 
the superintendent in the form of a per¬ 
mit or written record authorizing the 
sale or disposition of any such property 
or funds. It shall be the duty of the 
Indian, in carrying out his program, to 
make every effort to maintain the capital 
value of his original investment, and 
sales or other disposals depleting such 
capital value shall not be permitted ex¬ 
cept in cases where, in the opinion of 
the superintendent, such sales or dis¬ 
posals are clearly to the advantage of 
the Indian. The provisions of this sec¬ 
tion are subject to the provisions of 
§ 223.68. (52 Stat. 1156, 53 Stat. 1128; 

25 U.S.C. 571 to 577 Inc.) [Sec. 223.59, 
Regs. Sec. Int. Nov. 29, 1939, as amended, 

4 P.R. 4795 DI, 4 Fit. 4969 DI. 5 Fit. 


1436 DI, as amended July 12, 1940 by 
Sec. Int.] 

Oscar L. Chapman, 
Assistant Secretary 
of the Interior. 

July 12, 1940. 

(F. R. Doc. 40-3067; Filed, July 25, 1940; 
9:27 a. m.] 


TITLE 29—LABOR 

CHAPTER V—WAGE AND HOUR 
DIVISION 

Part 585 —Minimum Wage Rates in the 
Pulp and Primary Paper Industry 

Whereas on February 24, 1940. pursu¬ 
ant to Section 5 of the Fair Labor Stand¬ 
ards Act of 1938, hereinafter called the 
Act, the Administrator of the Wage and 
Hour Division of the United States De¬ 
partment of Labor by Administrative Or¬ 
der No. 41. appointed Industry Commit¬ 
tee No. 11 for the Pulp and Primary 
Paper Industry, herein called the Com¬ 
mittee, and directed the Committee to 
recommend minimum wage rates for the 
Pulp and Primary Paper Industry in ac¬ 
cordance with Section 8 of the Act; and 
Whereas the Committee included six 
disinterested persons representing the 
public and a like number of persons rep¬ 
resenting the employees in the Pulp and 
Primary Paper Industry, and a like num¬ 
ber representing employers in the Indus¬ 
try, and each group was appointed with 
due regard to the geographical regions 
in which the Pulp and Primary Paper 
Industry is carried on; and 
Whereas on April 11, 1940, after in¬ 
vestigation of conditions in the Industry, 
the Committee filed with the Adminis¬ 
trator a report containing its recom¬ 
mendation for a 40 cent an hour mini¬ 
mum wage rate in the Pulp and Primary 
Paper Industry; and 
Whereas after notice published in the 
Federal Register on April 26, 1940, 
Henry T. Hunt, Esquire, the Presiding 
Officer designated by the Administrator, 
held a public hearing upon the Commit¬ 
tee’s recommendation at Washington. 
D. C., on May 20 and May 21, 1940, at 
which all interested persons were given 
an opportunity to be heard; and 
Whereas the complete record of the 
proceeding before the Presiding Officer 
was transmitted to the Administrator; 
and 

Whereas all persons appearing at said 
public hearing before the Presiding Offi¬ 
cer were given leave to file briefs on or 
before June 12, 1940; and 
Whereas oral argument was held on 
June 12, 1940, before the Administrator; 
and 

Whereas the Administrator, upon re¬ 
viewing all the evidence adduced in this 
proceeding and giving consideration to 
the provisions of the Act with special 
reference to Sections 5 and 8, concludes 
that the Industry Committee’s recom¬ 


mendation for the Pulp and Primary 
Paper Industry as defined in Adminis¬ 
trative Order No. 41, is made in accord¬ 
ance with law, is supported by the evi¬ 
dence adduced at the hearing, and, tak¬ 
ing into consideration the same factors 
as are required to be considered by the 
Industry Committee, will carry out the 
purposes of Section 8 of the Act; and 

Whereas the Administrator has set 
forth his decision in an opinion entitled 
“Administrator’s Findings and Opinion 
in the Matter of the Recommendation of 
Industry Committee No. 11 for a Mini¬ 
mum Wage Rate in the Pulp and Pri¬ 
mary Paper Industry.” dated this day, a 
copy of which may be had upon request 
addressed to the Wage and Hour Divi¬ 
sion, Washington, D. C.; 

Now, therefore , it is ordered , That; 

§ 585.1 Approval of recommendation 
of Industry Committee. The Commit¬ 
tee’s recommendation is hereby ap¬ 
proved.* 

§ 585.2 Wage rates. Wages at a rate 
not less than 40 cents an hour shall be 
paid under Section 6 of the Act by every 
employer to each of his employees in 
the Pulp and Primary Paper Industry 
who is engaged in commerce or in the 
production of goods for commerce.* 

§ 585.3 Posting of notices. Every em¬ 
ployer employing any employees so en¬ 
gaged in commerce or in the production 
of goods for commerce in the Pulp and 
Primary Paper Industry shall post and 
keep posted in a conspicuous place in 
each department of his establishment 
where such employees are working such 
notices of this Order as shall be pre¬ 
scribed from time to time by the Wage 
and Hour Division of the United States 
Department of Labor.* 

5 585.4 Definition of Pulp and Pri¬ 
mary Paper Industry. The Pulp and 
Primary Paper Industry to which this 
order shall apply is hereby defined as 
follows: 

(a) For the purpose of this order the 
term “pulp and primary paper industry” 
means the manufacture of pulp, for any 
purpose, from fibrous material capable 
of yielding cellulose fibre and the man¬ 
ufacture of Paper and of Board from 
such pulp and from such fibrous material 
or either of them with or without addi¬ 
tion of any non-cellulose fibre, colorant 
or filler. 

<b) The term “manufacture” as used 
in this order means all operations in¬ 
volved in the production of pulp, paper, 
and board, starting with the unloading 
of raw materials at the mill site and 
ending with the delivery of the finished 
paper or board to carriers for sale as 
such or to converting departments 
within the same mill or company. It 
includes finishing operations normally 
performed in the paper or board mill, 
such as packing, trimming, cutting to 


•§§ 585.1 to 585 6 inclusive, Issued under 
the authority contained in Sec. 8, 52 Stat 
1064; 29 U.S.C., Sup. IV, 208. 
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size, sorting, plating, sizing, super-calen¬ 
dering. and other processing, but does 
not include any treating, processing or 
refabrication of finished paper or board 
to produce converted paper or board 
products.* 

§ 585.5 Scope of the definition. The 
definition of the Pulp and Primary Paper 
Industry covers all occupations in the 
Industry which are necessary to the 
production of the articles specified in 
the definition, including clerical, main¬ 
tenance, shipping and selling occupa¬ 
tions.* 

§ 585.6 Effective date. This Wage Or¬ 
der shall become effective September 16, 
1940.* 

Signed at Washington, D. C. this 18th 
day of July. 1940. 

Philip B. Fleming, 

Administrator. 

(P. R. Doc. 40-3083: Piled, July 25, 1940, 
11:48 a. m.l 


TITLE 38—NAVIGATION AND NAVI¬ 
GABLE WATERS 

CHAPTER II—CORPS OF ENGINEERS, 
WAR DEPARTMENT 

Part 203— Bridge Regulations 1 

§ 203.583 White River , Ark.: bridge of 
Missouri and Arkansas Railway, near 
Georgetown, Ark. Pursuant to the pro¬ 
visions of Section 5 of the River and 
Harbor Act approved August 18, 1894, 
(28 Stat. 362; 33 U.S.C. 499), the follow¬ 
ing special regulations are prescribed to 
govern the operation of the drawbridge 
of the Missouri and Arkansas Railway 
Company across White River, near 
Georgetown, Arkansas. 

(a) The owner will not be required to 
keep a sufficient crew for operating the 
bridge in constant attendance at all 
times, nor will he be required to main¬ 
tain a sound signal device at the bridge. 

(b) For the purpose of these regula¬ 
tions. the agent of the Missouri and 
Arkansas Railway Company, located at 
Cotton Plant. Arkansas, is the authorized 
representative of the railway company. 
Notice to him may be given by telephone, 
telegraph, mail or orally, as the vessel 
owner or representative may elect. 

(c) Whenever a vessel unable to pass 
under the closed bridge desires to pass 
through the draw, at least 15 hours ad¬ 
vance notice of the time the opening is 
required shall be given to the authorized 
representative of the railway company. 
Upon receipt of such notice, the author¬ 
ized representative shall arrange for the 
prompt opening of the bridge at the time 
specified in the notice for the passage of 
the vessel. 


(d) Any vessel passing through the 
bridge and intending to return through 
it within 24 hours shall inform the draw 
tender of the probable time of its return, 
and the draw shall be opened promptly 
on signal from the vessel on the return 
trip without any further notice. 

(e) The word “vessel” is to include 
rafts, houseboats, and all forms of water 
craft. 

(f) The owner shall keep conspicuously 
posted on both the upstream and down¬ 
stream sides of the bridge, in such man¬ 
ner that it can be easily read at any time, 
a copy of these regulations, together with 
a notice stating how the representative 
specified in paragraph (b) may be 
reached. 

(g) The owner shall erect and main¬ 
tain a sign at a conspicuous point above 
high water about one mi]e upstream from 
the bridge. The sign shall read, in let¬ 
ters 16 inches high: “Caution, Draw¬ 
bridge 1 Mile”. 

(h) The Missouri and Arkansas Rail¬ 
way Company shall keep the operating 
machinery of the draw in serviceable 
condition and shall have the draw opened 
at intervals frequent enough to make cer¬ 
tain that the machinery is in proper 
working condition. 

(i) These regulations shall take effect 
and be in force on and after July 22, 
1940, and are supplemental to the rules 
and regulations to govern the operation 
of the drawbridges crossing the Missis¬ 
sippi River and all its navigable tribu¬ 
taries and outlets. (Sec. 5, River and 
Harbor Act. Aug. 18. 1894. 28 Stat. 362; 
33 U.S.C. 499) [Special Regs., July 11, 
1940 (E.D. 6371 (Mo. and North Ark 
R. R.—White R.) 12/6) ] 


i i 203.583 is added. 


[seal] E. S. Adams, 

Major General , 

The Adjutant General. 

[P. R. Doc. 40-3065; Piled, July 24. 1940; 
3:57 p. m.J 


Notices 


DEPARTMENT OF THE INTERIOR. 

Bureau of Reclamation. 

Eden Project, Wyoming 

FIRST FORM RECLAMATION WITHDRAWAL 

June 7, 1940. 

The Secretary of the Interior. 

Sir: In accordance with the authority 
vested in you by the act of June 28, 1934 
(48 Stat. 1269) as amended, it is recom¬ 
mended that departmental order of Octo¬ 
ber 31, 1936 establishing Grazing District 
No. 4, Wyoming, be revoked in so far as 
the following described lands are affected, 
and the said lands be withdrawn from 
public entry under the first form with¬ 


drawal, as provided in Section 3, act of 
June 17. 1902 (32 Stat. 388). 

Eden Project. Wyoming 

Sixth Principal Meridian 

T. 27 N., R. 105 W., 

Sec. 19 SWV4; 

Sec. 30 W&; 

Sec. 31 W&; 

T. 28 N.. R. 105 W., 

Sec. 12 EVfc and SW y A ; 

Sec. 13 All; 

Sec. 14 All: 

Sec 23 All; 

Sec. 24 Ny 2 S|4. S^SW»4 and 

SE^SEVi; 

T. 26 N.. R. 106 W., 

Sec. 1 W'^NW'4, SE*4NW»4 and SW^: 
Sec. 2 NE»4. N»' S NW%. SE^NW^. E>4- 
swy 4 . SWV 4 SWV 4 and Ny 2 8E»4; 

Sec. 3 W*4. wy 2 Ey 2 and NE%SE%; 

Sec. 10 All; . 

Sec. 11 SWy 4 NEyi. S%NW»4 and SV 2 ; 

Sec. 14 All; 

T. 27 N.. R. 106 W.. 

Sec. 7 Ny 2 . NE*4SW54. SW'/iSWli and 
SE»/ 4 ; 

Sec. 8 SVfc: 

Sec. 16 SW 14 ; 

Sec. 17 E*4, EV 2 NWV 4 . NWy 4 NWy 4 and 
SW*4; 

Sec. 18 NEy 4 NE»4, W*4 and SEy 4 ; 

Sec. 19 All: 

Sec. 20 NEV 4 NEy 4l W’,4 and W'/jSEV*; 

Sec. 21 NW y 4 , EV 2 SW«/ 4 , NW^SW'A and 
SE%; 

Sec. 22 S*/ 2 ; 

Sec. 23 Sft; 

Sec. 24 S%; 

Sec. 25 NV 2 , WM,SW*4. 8Ey 4 8Wy 4 . NW‘4 
SEy 4 and E*4SE'/ 4 : 

Sec. 26 NVi. NE‘/ 4 SW*4, NftSEy 4 and SE'4 
SE*/ 4 ; . 

Sec. 27 Ny 2 ; N»4swy 4 . SE»4SWy 4 and W'/ 2 

SE»/ 4 ; 

Sec. 28 NEy 4 . SV 2 NW*4. SW»4. SWK8B& 
and EV 2 SEV4; 

Sec. 29 NEV4; 

Sec. 30 All; 

Sec. 31 N%: 

Sec. 33 N>4 and SE'4; 

Sec. 34 E*/ 2 NEV 4 . WfcBfcW%NB%i W>4 
W^NE‘4. SWV 4 and E^SE>4; 

Sec. 35 W»/ 2 NW'4 and Sy 2 ; 

Sec. 36 All; 

T. 27 N.. R. 107 W.. 

Sec. 12 W 14 Ey 2 and SE»4SEy4; 

Sec. 13 E&; 

Sec. 24 E% 



Respectfully, 


John C. Page, 
Commissioner. 


I concur, June 19, 1940: 

R. H. Rutledge, 

Director, Grazing Service. 

I concur, July 11, 1940: 

Fred W. Johnson, 

Commissioner , 

General Land Office. 

The foregoing recommendation is 
hereby approved and the Commissionei 
of the General Land Office will cause the 
records of his office and the local land 
office to be noted accordingly. 

W. C. Mendenhall. 
Acting Under Secretary. 

July 18, 1940. 

[P R. Doc. 40-3068; Filed, July 25, 1940. 
9:27 a. m.l 
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DEPARTMENT OF LABOR. 

Wage and Hour Division. 

Prima Facie Determination in the Mat¬ 
ter of Application of the National 
Grain Trade Council, the Millers' 
National Federation, and Sundry 
Other Parties for the Exemption of 
the Receiving of Grain, Soybeans, 
Flax, and Buckwheat into Grain Ele¬ 
vators From the Maximum Hours Pro¬ 
visions of the Fair Labor Standards 
Act of 1938 as a Branch of an Indus¬ 
try of a Seasonal Nature 

Whereas applications have been filed 
by the National Grain Trade Council, the 
Millers' National Federation, and sundry 
other parties for the exemption of the 
receiving of grain, soybeans, flax, and 
buckwheat, into grain elevators from the 
maximum hours provisions of the Fair 
Labor Standards Act as a branch of an 
industry of a seasonal nature, within the 
meaning of section 7 (b) (3) of the act 
and Part 526 as amended of the regula¬ 
tions issued thereunder, and 
Whereas it appears from said applica¬ 
tions and upon further Investigation 
that: 

(1) Wheat, oats, barley, rye, corn, and 
other grains, soybeans, flax, and buck¬ 
wheat, normally move from the farms 
into country, sub-terminal, terminal, and 
mill elevators immediately after harvest 
for storage; and 

(2) Country grain elevators receive for 
storage during a period of 14 workweeks 
greatly in excess of 50 per cent of the 
annual volume of grain, soybeans, flax, 
and buckwheat, handled by these eleva¬ 
tors; and 

(3) Sub-terminal, terminal, and mill 
warehouses normally receive for storage 
during a period of 14 workweeks 50 per 
cent or more of the annual volume of 
grain, soybeans, flax, and buckwheat 
handled. 

Now, therefore, upon consideration of 
the facts stated in said applications, and 
upon further investigation the Adminis¬ 
trator hereby determines that a prima 
facie case has been shown for the grant¬ 
ing of an exemption pursuant to Section 
7 (b) (3) of the Fair Labor Standards 
Act of 1938 and Part 526 as amended of 
the regulations issued thereunder, to the 
receiving of grain, soybeans, flax, and 
buckwheat, for storage by country, sub¬ 
terminal, terminal, and mill elevators, 
(but not by commission merchants), as 
an industry of a seasonal nature. 

In accordance with the procedure es¬ 
tablished by § 526.5 (c) of the regula¬ 
tions, the Administrator for fifteen days 
following the publication of this deter¬ 
mination will receive objection to the 
granting of the exemption and request 
for hearing from any interested person. 
Upon receipt of objection and request 
for hearing, the Administrator will set 
the application for the hearing before 
himself or an authorized representative. 


If no objection and request for hear¬ 
ing is received within fifteen days, the 
Administrator will make a finding upon 
the prima facie case shown upon the 
application. 

These applications may be examined 
at Room 5220, Department of Labor 
Building, Washington, D. C. 

Signed at Washington, D. C., this 24th 
day of July, 1940. 

Philip B. Fleming, 

Administrator. 

IP. R. Doc. 40-3082; Piled, July 25. 1940; 

11:48 a. in.) 


Notice of Issuance of Special Certifi¬ 
cates for the Employment of Learn¬ 
ers 

Notice is hereby given that Special 
Certificates authorizing the employment 
of learners at hourly wages lower than 
the minimum rate applicable under Sec¬ 
tion 6 of the Fair Labor Standards Act of 
1938 are issued pursuant to Section 14 
of the said Act and § 522.5 (b) of Regu¬ 
lations Part 522 (4 F.R. 2088), as 

amended (4 FR. 4226), to the employers 
listed below effective July 26, 1940. These 
Certificates are issued upon their repre¬ 
sentations that experienced workers for 
the learner occupations are not available 
and that they are actually in need of 
learners at subminimum rates in order 
to prevent curtailment of opportunities 
for employment. These Certificates may 
be canceled in the manner provided for in 
§ 522.5 (b) of the Regulations and as in¬ 
dicated on the Certificate. Any person 
aggrieved by the issuance of any of these 
Certificates may seek a review of the ac¬ 
tion taken in accordance with the pro¬ 
visions of § 522.5 (b). The employment 
of learners under these Certificates is 
limited to the terms and conditions as 
designated opposite the employer’s name. 

name and address of firm, product, num¬ 
ber of learners, learning period, 

LEARNER WAGE, LEARNER OCCUPATIONS, 
EXPIRATION DATE 

Old Gold Mines, Inc., Dillwyn, Vir¬ 
ginia; Mining & Milling of Gold; 6 learn¬ 
ers; 4 weeks for any one learner; 25t* per 
hour; Open Cut Miner and Flotation Op¬ 
erator; September 6. 1940. 

Marathon Rubber Products Company, 
Wausau, Wisconsin; Army Raincoats. 
Civilian Coats and Jackets, and Marine 
Ponchos; 50 learners; 8 weeks for any 
one learner; 75% of the applicable hourly 
minimum wage; Stitching and Cement¬ 
ing; October 24, 1940. 

Signed at Washington. D. C., this 25th 
day of July 1940. 

Merle D. Vincent, 
Authorized Representative 
of the Administrator. 

|F. R. Doc. 40-3080; Piled, July 25. 1940; 

11:47 a. m.\ 


Notice of Issuance of Special Certifi¬ 
cates for the Employment of Learn¬ 
ers 

Notice is hereby given that Special 
Certificates authorizing the employment 
of learners at hourly wages lower than 
the minimum wage rate applicable un¬ 
der Section 6 of the Fair Labor Stand¬ 
ards Act of 1938 are issued under Sec¬ 
tion 14 of the said Act and § 522.5 of 
Regulations Part 522, as amended, to 
the employers listed below effective 
July 26. 1940. These Certificates may 
be canceled in the manner provided for 
in the Regulations and as indicated in 
the Certificate. Any person aggrieved 
by the issuance of any of these Certifi¬ 
cates may seek a review of the action 
taken in accordance with the provisions 
of § 522.13 or § 522.5 (b), whichever is 
applicable of the aforementioned Regu¬ 
lations. 

The employment of learners under 
these Certificates is limited to the occu¬ 
pations, learning periods, and minimum 
wage rates specified in the Determina¬ 
tion or Order for the Industry designated 
below opposite the employer’s name and 
published in the Federal Register as 
here stated: 

Regulations. Part 522, May 23, 1939 (4 
F.R. 2088), and as amended October 12, 
1939 (4 F.R. 4226). 

Hosiery Order, August 22, 1939 (4 F.R. 
3711). 

Apparel Order, October 12, 1939 (4 F.R. 
4225). 

Knitted Wear Order, October 24, 1939 
(4 F.R. 4351). 

Textile Order. November 8,1939 (4 F.R. 
4531), as amended, April 27, 1940 (5 FH. 
1586). 

Glove Order, February 20, 1940 (5 F.R. 
714). 

NAME AND ADDRESS OF FIRM. INDUSTRY, 

PRODUCT. NUMBER OF LEARNERS, AND EX¬ 
PIRATION DATE 

A. J. Tower Company. 24 Simmons 
Street, Boston, Massachusetts; Apparel; 
Oiled Clothing—Hats, Aprons; 5 learners 
(75% of the applicable hourly minimum 
wage); October 24, 1940. 

Betty Jane Frocks, McKinney, Texas; 
Apparel; Wash Dresses; 10 learners (75% 
of the applicable hourly minimum wage); 
October 24. 1940. 

Fort Wayne Tailoring Corporation, 
Fort Wayne. Indiana; Apparel; Suits and 
Pants; 10 learners (75% of the ap¬ 
plicable hourly minimum wage); Octo¬ 
ber 24. 1490. 

Universal Sportwear Company, 116 
Merrimac Street, Boston, Massachu¬ 
setts; Apparel; Reversible Coats, Gabar¬ 
dines, Mackinaws; 5 learners (75% of 
the applicable hourly minimum wage); 
October 24, 1940. 

Wear Well Garment Company, First 
North Street, New Uim, Minnesota; Ap¬ 
parel; Trousers; 20 learners (75% of the 
applicable hourly minimum wage); Oc¬ 
tober 24, 1940. 
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Waynesboro Knitting 1 Company, 312 
West Second Street, Waynesboro, Penn¬ 
sylvania; Knitted Wear; Underwear, Pa¬ 
jamas and Gowns; five percent; October 
24. 1940. 

Martins Perry Glove Company, 1315- 
1317 Zane Highway; Martins Ferry, 
Ohio; Glove; Work Gloves; 3 learners; 
October 24, 1940. 

Signed at Washington, D. C„ this 25th 
day of July 1940. 

Merle D. Vincent, 
Authorized Representative 
of the Administrator. 

|F. R. Doc. 40-3081; Piled, July 25, 1940; 
11:47 a. m.J 


FEDERAL TRADE COMMISSION, 
f Docket No. 4130] 

In the Matter of Stanley Laboratories. 
Inc., a Corporation, and Edward A. 
Bachman, an Individual Trading as 
Stillman Products Company and as 
Stanley Laboratories 

order appointing examiner and fixing 
time and place for taking testimony 

At a regular session of the Federal 
Trade Commission, held at its office in 
the City of Washington, D. C., on the 
23d day of July, A. D. 1940. 

This matter being at issue and ready 
for the taking of testimony, and pursu¬ 
ant to authority vested in the Federal 
Trade Commission, under an Act of 
Congress (38 Stat. 717; 15 U5.CA, Sec¬ 
tion 41), 

It is ordered , That William C. Reeves, 
an examiner of this Commission, be and 
he hereby is designated and appointed to 
take testimony and receive evidence’ in 
this proceeding and to perform all other 
duties authorized by law; 

It is further ordered. That the taking 
of testimony in this proceeding begin on 
Tuesday, July 30, 1940, at ten o’clock in 
the forenoon of that day (Eastern 
Standard Time) Room 332, Federal 
Trade Commission Building, Washing¬ 
ton. D. C. 

Upon completion of testimony for the 
Federal Trade Commission, the examiner 
is directed to proceed immediately to 
take testimony and evidence on behalf 
of the respondent. The examiner will 
then close the case and make his report 
upon the evidence. 

By the Commission. 

[seal] Otis B. Johnson, 

Secretary. 

|F. R. Doc. 40-3069; Piled, July 25, 1940; 

10:33 a. m.J 


SECURITIES AND EXCHANGE COM¬ 
MISSION. 

I File Nos. 70-35; 70-36; 70-37; 70-391 

In the Matters of American Utilities 
Service Corporation, Louisiana Pub¬ 
lic Service Corporation, and Wiscon¬ 
sin Southern Gas Company 

order making declaration effective, etc. 

At a regular session of the Securities 
and Exchange Commission held at its of¬ 
fice in the City of Washington, D. C., on 
the 19th day of July, A. D. 1940. 

Louisiana Public Service Corporation, 
a subsidiary of American Utilities Service 
Corporation, a registered holding com¬ 
pany, having filed an application pur¬ 
suant to section 6 (b) of the Public Util¬ 
ity Holding Company Act of 1935 for ex¬ 
emption from the provisions of section 
6 (a) thereof, regarding the issue and 
sale of 750 shares of no par value com¬ 
mon stock to American Utilities Service 
Corporation for $50,000 in cash; Wiscon¬ 
sin Southern Gas Company, also a sub¬ 
sidiary of American Utilities Service Cor¬ 
poration having filed a declaration pur¬ 
suant to Section 7 of said Act regarding 
the issue and sale of a $150,000 principal 
amount 6% unsecured promissory in¬ 
come note to American Utilities Service 
Corporation for a note due November 1, 
1935, in the same principal amount, and 
the issue and sale of 1,625 shares of $100 
par value common stock to American 
Utilities Service Corporation to evidence 
capital contributions by American in like 
amount; American Utilities Service Cor¬ 
poration having filed applications pur¬ 
suant to section 10 (a) (1) of said Act 
for approval of the acquisition of the 
aforementioned securities proposed to be 
issued by Louisiana Public Service Cor¬ 
poration and Wisconsin Southern Gas 
Company and the following securities of 
its subsidiaries: 

(1) $80,000 aggregate principal 
amount of 4% unsecured 27-year prom¬ 
issory notes to be dated November 1, 
1938 and due November 1, 1965, to The 
Bluefleld Telephone Company, for cash 
at face amount; 

(2) $75,000 aggregate principal 
amount of 5M»% unsecured 10-year 
promissory notes to be dated March 1, 
1940 and due March 1. 1950 of Jefferson 
Telephone Company, for cash at face 
amount; 

(3) 1,000 shares of no par common 
stock of Independence Waterworks Com¬ 
pany for $100,000; 

the applications of American Utilities 
Service Corporation in connection with 
the acquisition of the aforementioned 


note of Louisiana Public Service Cor¬ 
poration and the note and common 
stock of Wisconsin Southern Gas Com¬ 
pany also requesting approval, pursuant 
to Rule U-12D-1 promulgated under 
said Act, of the pledge of such securities 
by American Utilities Service Corpora¬ 
tion with the Continental Illinois Na¬ 
tional Bank & Trust Company of Chi¬ 
cago as trustee under the indenture 
securing its Collateral Trust 6% Bonds, 
Series A; and. the application, as 
amended, of Wisconsin Southern Gas 
Company in connection with the afore¬ 
mentioned issuance of common stock to 
evidence an equal amount of capita? 
surplus representing capital previously 
paid in, also requesting approval thereof, 
as a dividend out of capital surplus, pur¬ 
suant to Rule U-12C-2 promulgated 
under said Act; 

A public hearing having been held 
upon such applications and declaration, 
after appropriate notice, 1 the Commis¬ 
sion having examined the record and 
having made and filed its Findings and 
Opinion herein; 

It is ordered, That said declaration be 
and the same hereby is effective forth¬ 
with and that the said applications be 
and the same hereby are approved, sub¬ 
ject to the condition that within ten 
days after the consummation of each 
of the transactions hereby authorized, 
the applicant or declarant shall file 
with this Commission a certificate of 
notification showing that each such 
transaction has been effected in ac¬ 
cordance with the terms of and for the 
purposes represented by such declara¬ 
tion or application, as amended, filed 
herein. 

By the Commission. 

[seal] Orval L. DuBois, 

Recording Secretary. 

IF. R. Doc. 40-3074; FUed, July 25, 1940; 

11:22 a. m.] 


[File Nos. 70-109. 70-110] 

In the Matter of Southeastern Invest¬ 
ing Corporation, Southeastern Elec¬ 
tric and Gas Company, Lexington 
Water Power Company, and Florida 
Public Service Company 

ORDER MAKING DECLARATIONS EFFECTIVE 

At a regular session of the Securities 
and Exchange Commission held at Itj 
office in the City of Washington, D. C., 
on the 23d day of July, A. D. 1940. 

The above named parties, having filed 
declarations and an application on July 
3, 1940 and subsequent amendments 


*5 FR. 1718. 
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thereto, pursuant to sections 7 and 10 
of the Public Utility Holding Company 
Act of 1935 and Rules U-12B-1, U-12C-1, 
and U-12F-1 promulgated under Section 
12 of the said Act; 

Rule U-8 of the Rules and Regulations 
promulgated pursuant to said Act hav¬ 
ing been made applicable to the said 
declarations and application, and amend¬ 
ments thereto; 

The Commission having on July 11. 
1940 given notice that any interested 
person might, not later than July 22, 
1940. request the Commission in writing 
that a hearing be held on such matter, 
and that at any time thereafter such 
declarations and application as filed or 
as amended, might become effective, as 
provided in said Rule U-8; 

The above named parties having re¬ 
quested that said declarations and appli¬ 
cation, as filed or as amended, become ef¬ 
fective or be granted on or before July 
24,1940; 

The Commission not having received 
any request that a hearing be held with 
respect to such matters and not having 
entered an order for hearing thereon and 
deeming it appropriate in the public in¬ 
terest and in the interest of investors and 
consumers to permit the said declara¬ 
tions to become effective and that the 
statutory requ* rements for granting such 
application are satisfied and that the 
effective date of such declarations, 
as amended, and the date of granting 
such application, as amended, should be 
advanced; 

It is ordered, That the declarations 
pursuant to Section 7 and Rules U-12B-1, 
U-12C-1, and U-12F-1, promulgated un¬ 
der Section 12 of the Public Utility Hold¬ 
ing Company Act of 1935, be permitted 
to become effective forthwith, and that 
the application pursuant to section 10 
of said Act be granted. 

By the Commission. 

[seal] Francis P. Brassor, 

Secretary. 

Commissioner Healy dissents, believing 
that the order is void for the reasons 
stated in his memorandum of April 1, 
1940; but see memorandum of June 24. 
1940, expressing the views of the majority 
of the Commission as to the validity of 
such an order. 

|F. R. Doc. 40-3075: Filed, July 25, 1940; 

11:22 a. m.J 


[File No. 70-911 

In the Matter of California Public 
Service Company and Peoples Light 
and Power Company 

ORDER POSTPONING HEARING 

At a regular session of the Securities 
and Exchange Commission held at its 
office in the City of Washington. D. C., 
on the 24th day of July. A. D. 1940. 


The Commission having by order dated 
July 9, 1940,' ordered that a hearing be 
held in this matter on July 25, 1940, at 
the Securities and Exchange Building, 
1778 Pennsylvania Avenue NW., Wash¬ 
ington, D. C.; the applicants having by 
letter dated July 22, 1940, requested that 
the hearing be postponed; it appearing 
to the Commission that such request may 
appropriately be granted; 

It is ordered , That the hearing herein 
be and it hereby is postponed until fur¬ 
ther order of the Commission. 

By the Commission. 

[seal 1 Francis P. Brassor, 

Secretary. 

[ F. R. Doc. 40-3076; Filed, July 25. 1940; 

11:22 a. m.) 


[File No. 70-1201 

In the Matter of the Ohio Public 
Service Company 

NOTICE REGARDING FILING 

At a regular session of the Securities 
and Exchange Commission held at its 
office in the City of Washington. D. C., 
on the 24th day of July, A. D. 1940. 

Notice Is hereby given that an applica¬ 
tion has been filed with this Commission 
pursuant to the Public Utility Holding 
Company Act of 1935 by the above named 
party; and 

Notice is further given that any inter¬ 
ested person may, not later than August 
5, 1940, at 4:30 P. M.. E. S. T„ request 
the Commission in writing that a hearing 
be held on such matter stating the rea¬ 
sons for such request and the nature of 
his interest, or request that he be notified 
if the Commission shall order a hearing 
thereon. At any time thereafter such 
application may be granted under section 
6 (b) as provided in Rule U-8 of the 
Rules and Regulations promulgated un¬ 
der said Act. Any such request should be 
addressed: Secretary, Securities and Ex¬ 
change Commission, Washington, D. C. 

All interested persons are referred to 
said application, which is on file in the 
office of said Commission, for a state¬ 
ment of the transactions therein pro¬ 
posed which are summarized below: 

Issue and sale by The Ohio Public 
Service Company to The Chase National 
Bank of the City of New York of prom¬ 
issory notes in the principal amount of 
$2,000,000 bearing interest at the rate 
of 2 7 / 8 % per annum, maturing serially 
over a period of seven years from date 
thereof, the maturities being graduated 
so that all of the payments which will 
include both interest and principal will 
be in substantially the same amount. 
The company states that it desires to 
consummate this financing to procure 
funds for the installation of a 30.000- 
37,500 kw. turbo-generating unit in 
order to provide additional generating 


•5FH. 2536. 


capacity needed to meet increased de¬ 
mands resulting from expansion of the 
company’s business and to provide ca¬ 
pacity to meet demands reasonably to 
be expected in the near future. 

By the Commission. 

[seal 1 Francis P. Brassor, 

Secretary . 

[F. R. Doc. 40-3078: Filed. July 25, 1940; 
11:22 a. m.J 


[File No. 70-122] 

In the Matter of Indiana Service 
Corporation 

NOTICE REGARDING FILING 

At a regular session of the Securities 
and Exchange Commission, held at its 
office in the City of Washington, D. C., on 
the 24th day of July, A. D. 1940. 

Notice is hereby given that a declara¬ 
tion and application have been filed with 
this Commission pursuant to the Public 
Utility Holding Company Act of 1935 by 
the above named party; and 

Notice is further given that any inter¬ 
ested person may, not later than August 
8,1940, at 4:30 P. M.. E. S. T., request the 
Commission in writing that a hearing be 
held on such matter, stating the reasons 
for such request and the nature of his in¬ 
terest. At any time thereafter such 
declaration or application, as filed or as 
amended, may become effective or may 
be granted, as provided in Rule U-8 of 
the Rules and Regulations promulgated 
pursuant to said Act. Any such request 
should be addressed: Secretary, Securi¬ 
ties and Exchange Commission, Wash¬ 
ington, D. C. 

All interested persons are referred to 
said declaration and application, which 
is on file in the office of said Commission, 
for a statement of the transactions there¬ 
in proposed, which are summarized be¬ 
low: 

Indiana Service Company proposes to 
issue and sell— 

(1) 53 conditional sales serial notes 
in the principal amount of $253,287 with 
interest thereon at the rate of 3% per 
annum on the first 11 notes and the rate 
of 4% per annum on the remaining 42 
notes. The said notes will mature se¬ 
rially starting one month from the date 
thereof and continuing successively for 
52 months thereafter. The proceeds of 
the said notes will be used to pay and 
retire $253,287 principal amount of 5% 
conditional sale serial notes of Indiana 
Service Company now outstanding. 

(2) A conditional sale instalment note 
in the principal amount of $30,432.60. 
payable in 53 equal instalments payable 
serially on or before one month from 
the date thereof and continuing succes¬ 
sively on or before each of the 52 months 
thereafter with interest from the date 
thereof at the. rate of 3 3 4% per annum 
on the first 8 instalments. 3&% on the 
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next 12 instalments, 3 3 A% on the next 
12 instalments and 4% on the remaining 
28 instalments. The proceeds of the 
said note will be used to pay and retire 
a balance of $30,432.60 principal amount 
of the 5% ^conditional sales instalment 
note of Indiana Service Company now 
outstanding. 

The applicant and declarant has des¬ 
ignated section 12 (c) and section 6 (b) 
of the Public Utility Holding Company 
Act of 1935 and Rule U-12C-1 adopted 
under section 12 (c) of the Act as ap¬ 
plicable to the above transaction. 

By the Commission. 

[seal! Francis P. Brassor, 

Secretary . 

IP. R. Doc. 40-3077; Piled. July 25, 1940; 

11:22 a. m.J 


(File No. 70-961 

In the Matter of Northeastern Water 
and Electric Corporation 

notice of and order for hearing 

At a regular session of the Securities 
and Exchange Commission held at its 
office in the City of Washington, D. C., 
on the 25th day of July, A. D. 1940. 

An application and declaration pur¬ 
suant to the Public Utility Holding Com¬ 


pany Act of 1935, having been duly filed 
with this Commission by the above- 
named party; 

It is ordered , That a hearing on such 
matter under the applicable provisions 
of said Act and the rules of the Com¬ 
mission thereunder be held on August 
12, 1940, at 10:00 o’clock in the forenoon 
of that day, at the Securities and Ex¬ 
change Building, 1778 Pennsylvania 
Avenue NW., Washington, D. C. On 
such day the hearing-room clerk in 
room 1102 will advise as to the room 
where such hearing will be held. At 
such hearing, if in respect of any declar¬ 
ation. cause shall be shown why such 
declaration shall become effective. 

It is further ordered , That Robert P. 
Reeder or any other officer or officers of 
the Commission designated by it for 
that purpose shall preside at the hear¬ 
ings in such matter. The officer so 
designated to preside at any such hear¬ 
ing is hereby authorized to exercise all 
powers granted to the Commission 
under section 18 (c) of said Act and to 
a trial examiner under the Commission’s 
Rules of Practice. 

Notice of such hearing is hereby given 
to such declarant or applicant and to 
any other person whose participation in 
such proceeding may be in the public 
interest or for the protection of investors 
or consumers. It is requested that any 


person desiring to be heard or to be ad¬ 
mitted as a party to such proceeding 
shall file a notice to that effect with the 
Commission on or before August 7, 1940. 

The matter concerned herewith is in 
regard to the acquisition by Northeastern 
Water & Electric Company, a registered 
holding company, of 9,900 shares of no- 
par common stock and 6.000 shares of $6 
cumulative no-par preferred stock of 
Union Water Service Company (being 
the entire outstanding stock of that com¬ 
pany) from Federal Water Service Com¬ 
pany, for $1,225,000 cash, subject to an 
adjustment based on the relationship of 
current assets to current liabilities. To 
finance the acquisition. Northeastern is 
to issue to the Chemical Bank & Trust 
Company and Schroder Trust Company, 
a three-year promissory note in the prin¬ 
cipal amount of $1,250,000 bearing in¬ 
terest at the rate of 2% % and providing 
for semi-annual payments of $125,000 in 
reduction of principal. The applicant 
and declarant has designated sections 
6 (a) (1), 7, 9 (a) (1) and 10 of the 
Act, and Rule U-9C-1 (a) (1) as ap¬ 
plicable to the proposed transaction. 

By the Commission. 

t seal 1 Francis P. Brassor , 

Secretary . 

[P. R. Doc. 40-3079; Piled, July 25. 1940; 

11:22 a. m.J 
















